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FALLS 


° Last year we had 26 falls. Our goal is to 
reduce by 10%; 23 or less. 


e 10 falls so far for 2023. 
e 4 falls for the month of March. 
e Last fall was on 3/24/2023. 


e DMS metric for falls have helped us to ensure 
bed alarms are on, beds plugged into nurse call 
system, and all fall risk patients have fall risk 
measures in place. 


e Last year we had 4 CAUTI’s 


e Goal to reduce by 10%; 3 or 
less 


e ] CAUTI January 6, 2023 


CLABS| 


> Last CLABSI February 2022 


> Last year 1 CLABSI. Goal 
is to reduce by 10%; zero 
CLABSI 


HAPI 
e Last year 10 HAPI’s 


e Goal is to reduce by 10%; 9 or less 


e 3 HAPI’s this year 


PATIENT 
EXPERIENCE 


Willingness to 
Recommend 


Last year 51.2% 


Goal is to increase 
by 5% = 53.76%; 
294 quarter= 
26.09% 
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